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Vacuum Sealers 



About AmeriVacs Vacuum Sealers 



For over 20 years, Mid America has been distributing America made, Amerivacs 
vacuum sealing machines, with hundreds of satisfied customers. Amerivacs has 
become the premium industrial vacuum sealing machine manufacturer, with 
thousands of installations, offering a complete selection of vacuum sealing 
machine options. 

Amerivacs has such a strong reputation for excellent performance, they are able 
to offer a 1 week trial period, as well as an industry leading 2 year warranty. Our 
Amerivacs vacuum sealers are now up to 75% faster, than previously possible, and 
they are manufactured with only the finest quality components in a new state of 
the art manufacturing facility. 

Please, don't let the wide variety of options confuse you, call 888-629-6646 for a 
consultation with a customer service person. We can help you pick out the best 
solution for your vacuum sealing application today! 



AmeriVacS AVS-20 Vacuum Sealer 



The AmeriVacS AVS-20 Vacuum Sealer comes with 
our exclusive high flow, stainless steel retractable 
nozzle that will help avoid operator bag 
manipulation during the vacuum cycle. 

From our innovatively simple nozzle system to our technologically advanced 
"One-Touch Seal Control'', to our state of the art safety features, AmeriVacS 
continues its tradition of manufacturing efficient, dependable, easy to use 
vacuum sealers. The AmeriVacS AVS-20 Vacuum Sealer comes with our 
exclusive high flow, stainless steel retractable nozzle that will help avoid 
operator bag manipulation during the vacuum cycle. With our clean, quiet, 
100% maintenance-free compressed air-driven vacuum pump, you will be 
assured reliable vacuum seals for years to come. 

Our elite "One-Touch Seal Control" has made the AmeriVacS AVS-20 Vacuum 
Sealer a one of a kind. More than just a timer, it provides for accurate seal 
and cool down times with a single adjustment. Just set it, and start vacuum 
sealing your entire production with the assurance of consistent, reliable 
vacuum seals that comes only from AmeriVacS. 




AmeriVacS AVN-25 Vacuum Sealer 



AmeriVacS 1 AVN provides the best of both worlds... 
compact, portable design with outstanding gas-flush 
vacuum packaging performance. AmeriVacS' reputation 
for making durable, easy to use vacuum sealers continues 
in the AVN's heavy-duty design and foot pedal activation. 
With one press of the pedal it automatically flushes out 
oxygen and moisture with nitrogen, vacuums and then 
seals your sensitive electronic devices. IT'S THAT EASY! The 
AVN's performance will increase your productivity and it's 
low price will surprise you. 

The heavy-duty AVN is Clean Room compatible, designed with a low noise, non 
particle-generating compressed air-driven ejector pump that is 100% maintenance 
free, to assure you of a clean, contaminant-free packaging environment. The 
AmeriVacS AVN offers the convenience of turning off the gas flush feature or using it 
as an impulse heat sealer only. It's strong 1/4" wide sealing element will quickly and 
easily give you a consistent leak-proof seal for your moisture barrier bags; perfect for 
Dry Packaging applications on trays, tape reeled products, tubes and other shipping 
containers. The unique Stainless Steel Retractable Nozzle design reduces the 
operator-bag manipulation during the vacuum cycle and maintains a high suction 
flow. The AmeriVacS AVN comes with advanced safety features for your protection. 




For more information please visit 
http://www.matr.com 



